



WWjRRR? 


«** 




€ 


%'■ 


o 

t 

& O 
*?v>. 




4v 


■*& 




>' 


^8, 


® : 


fk 


I 




X 


*% 


sill 


\ 




MODEL RLEM EXPOSURE METER 

A reflected light meter with a 3 degree acceptance angle for 
accurately determining the proper lens P number simply. It 
is recommended for use with any of the HYCAM camera models. 

It has rotating movable scales for setting of ASA numbers and 
light levels. It then reads out directly in shutter speeds 
at given P numbers. It is also an excellent exposure meter 
for regular photography. 

Weight of the Exposure Meter: 1 lb. 

Manufactured for Red Lake Labs. Inc., by Honeywell, Inc. 

RED LAKE LABS., INC., Santa Clara, California 



